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Royal Pump Rooms. Harrogate is chiefly noted for 
its medicinal waters, its various wells possessing either 
chalybeate, sulphuric, saline or magnesian properties. 
The Old Royal Pump Room is an octagonal dome-covered 
building sheltering the old Sulphur Spring. Some 300,000 
water-drinkers and 60,000 bathers have been numbered at 
Harrogate in one season. 
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